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3.125 (a) REPEAT 

FACILITIES, GENERAL 

** The den walls for the tigers. Magoo and Special and the lion Rainbow were made of wood landscape timbers. 
Some of the limbers were rotten and could easily be broken. The weakness of Ihe walls cwld break posing the risk 
of in ury or escape. The housing lacllrlies must be repaired and/or replaced and should he maintained and kept 
slruclu rally sound to protect and contain the animals. 

’* The primary enclosure tence lor the tiger, Tlgger, had a toosa wire that was hanging mlo ihe pen. The loose wire 
oquW pose tihe risk o5 entanglement and injury, The housing facilities should be maintained and kepi structurally 
sound to jpnoteel the animals from injury. 


3.127 Id} 

FACILITIES, OUTDOOR. 

** The perimeter fence tor the black leopard Jack had a gap at the bottom thal was about 4 inches high and 1 2 inches 
king. The second containment would not eHeolivHly hold the animal if if escaped. The perimeter fence must be 
constructed so thal It serves as a secondary containment system fw the animat m the facility (or dho ammal and the 
public's safely. 11 was corrected by the eirit interview. 


The inspection was conducted with Gad Sutherland and the Zoo Director, 
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